ITRJ fiT^O.DS TOBACCO CO 


Yours have additives* New Winstons don’t. 



94% tobacco 100% tobacco 

6% additives 0% additives 


* Laboratory analyses of the to p ten U,S. non-menthol brand styles show all 
of their tobaccos contain a minimum of 6% additives on a dry weight basis. 



Source: https://www.industrydocuments.ucsf.edu/docs/kfpm0004 




WINSTON NATURAL #127 
SPIN 9/97 

LTS ADVERTISING SERVICES (SIS) 265-0404 


Source: https://www.industrydocuments.ucsf.edu/docs/kfpm0004 
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